To:  Way,  Stevenfway. steven@epa.gov] 

Cc:  Miller,  Jamie[JMiller@TechLawlnc.com];  Williams,  Laura[williams. Iaura@epa.gov];  Wall, 

Dan[wall. dan@epa.gov] 

From:  Christner,  Jan 

Sent:  Mon  8/17/2015  1:53:11  PM 

Subject:  Flow  from  4 Mines 


The  Gold  King  and  3 nearby  mines  (Mogul,  Red  and  Bonita,  and  American  Tunnel)  discharge 
over  310  million  gallons  of  water  per  year  (based  on  2009-2014  flow  data).  Approximately  20 
percent  of  the  discharge  was  from  the  Gold  King  Mine.  The  recent  release  of  3 million  gallons  is 
1 percent  of  the  annual  discharge  from  the  four  mines. 


CONFIDENTIALITY : This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 
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